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Were done correctly. Construction tests were solved by
trial and error method. She showed little deliberation
before beginning a test, starting pell-mell, trying almost
anything, but showing a capacity to profit by her own
errors. The record on the apperception tests was nor-
mal, and she did the learning tests readily. The poorest
results were obtained on the tapping test, where very
defective psychomotor control was shown. Either she
worked very slowly, or when an effort was made to in-
crease speed many errors were made. On memory tests
there was quite a difference between those for rote mem-
ory and logical passages. The former were done quite
well, the latter very poorly. It was evident that this was
due to poor powers of attention and lack of steadiness of
purpose. Many of the items were omitted, many changes
were made, and there was no adherence to logical se-
quence. In school work she was fairly well advanced,
showing ability to do well the work of the seventh grade.
More striking than test results was her behavior on the
several occasions when we ourselves had an opportunity
to observe her. In the laboratory Alice was never quiet
long. She handled constantly any of the material with-
in reach, and was playing with one thing or another
incessantly. She showed extreme curiosity, but even
this wavered; before she had examined any one object
thoroughly she had already picked up something else.
This poor control in attention was evident in test work
too; in the beginning she would look at the examiner,
apparently paying very close attention, but sometimes,
when half through a task, her mind seemed to wander
and she centered her attention on something else. On
the emotional side she was equally uncontrolled. Once
during the testing she grasped the examiner quite con-
vulsively and began to sob, explaining this by the fact
that a question asked her had recalled some unpleasant